To Power Tool Lovers, * 
This Isn't An Insert. 
—«dt's A Shopping List. 


ANY; MORE 
POWERFUL 


BAND THERE:D ‘BE AD 


Introducing the professional 18 volt Ryobi cordless drill. With power like this, 
plus a 1/2” industrial chuck, dual range gear box, extended run batteries ryYOsl 
and cushioned grip, you gotta wonder. Do you need a license to carry it? 


©1998 Ryobi America Corporation, 1424 Pearman Dairy Road, Anderson, SC 29625 www.ryobi,com 


The Only Thing Easier Than Using Our Drills 


Is Checking The One That’s Right For You. 


JOBSITE SERIES 


+ Power grip with no-slip texture 


+ Heavy duty fan-cooled motor and 
2 speed gearbox 


+ 1/2” industrial keyless chuck 
+ 24 clutch settings 
+ Case, 2 extended run batteries, 


1 hour diagnostic battery ChargePlus+™ 
charger, 2 double end bits included 


+ Power grip with no-slip texture 


+ Heavy duty fan-cooled motor and 


2 speed gearbox 


+ 3/8” industrial keyless chuck 
+ 24 clutch settings 
+ Case, 2 extended run batteries, 


1 hour diagnostic battery ChargePlus+™ 
charger, 2 double end bits included 


+ Powerful high output motor for 


rugged durability 


+ 5 1/2” ultra thin carbide blade for 


extended battery life 


+ Left side saw blade provides cut line visibility 
+ Spindle Lock for quick blade changes 
+ Includes 18v Jobsite drill (see below), 


2 batteries, 1 hour diagnostic battery 
charger & deluxe carrying case 


+ Power grip with no-slip texture 
+ Heavy duty fan-cooled motor and 


2 speed gearbox 


+ 3/8” industrial keyless chuck 
+ 24 clutch settings 
+ Case, 2 extended run batteries, 


1 hour diagnostic battery ChargePlus+™ 
charger, 2 double end bits included 


HOME PROJECT SERIES 


+ Comfort grip with no-slip texture 

+ Built-in bubble level for accuracy 

+ 3/8” keyless chuck for quick bit changes 
+ 24 clutch settings for versatility 

+ Variable speed reversible 


+ Case, 2 batteries, charger, charger stand, 
and 2 double end bits included 


+ Comfort grip with no-slip texture 

+ 24 clutch settings for versatility 

+ 3/8” keyless chuck for quick bit changes 
+ Variable speed reversible 


+ Case, 2 batteries, charger, charger stand, 


and 2 double end bits included 


+ Comfort grip with no-slip texture 


+ 24 clutch settings for versatility 
+ 8/8” keyless chuck for quick bit changes 
+ Case, | battery, charger, charger stand, 


5 drill bits, 2 double end bits included 
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Lay 13 powerful amps and 24 carbide teeth on their grainy little backsides. 
Then, through the line-of-site window, watch the sawdust fly. The new clean-cutting 
Ryobi® CSB130 circular saw. You talkin’ to me, two-by? You talkin’ to me? 


Product enhanced for advertising purposes only. See operator’s manual for instructions on use 


CSB130 


13 amp Circular Saw 


+ 13-amp, all 


ball-bearing motor 


+ Spindle lock for 


easy blade changes 


+ 360° adjustable dust 


chute/vacuum connector 


- Advanced ergonomic design 


with line-of-site window for 
view of blade and cut line 


+ Die-cast upper and lower 


blade guards 


+ 10 ft. cord 
- 24 tooth carbide blade 


12 amp Circular Saw 


+ 12 amp ball-bearing mote 


+ Advanced ergonomic desi 
with line-of-site window 


+ Die-cast upper and lowe! 
blade guards 


+ 40 tooth blade 


+ Oversized lift lever for 
lower blade guard 


+ 2-piece upper blade guar 
is designed to maximize 
dust exhaust efficiency 


+ 10 ft. cord 


3/8” Variable Speed Drill 


1 3/4 HP Router Kit 


3” X 21” Belt Sander 


If You Thi 


Try Putti 


+ 10 ft. cord 


+ Built in work 


listed router 
+ 10 ft. cord 


any material 


+ Straight line 


capability 


+ 10 ft. cord 


+ 10 ft. cord 


Detail Biscuit Joiner 


+ Ball-bearing construction 


+ Balanced center 
handle design 


+ Dial-in adjustable variable 
speed allows for a wide 
variety of specialized 
drilling applications 


+ Power Grip surfaces with 
no-slip texture 


+ 3/8” keyless chuck 


: Rugged 8.5-amp motor 
delivers 1-3/4 HP 


increases visibility 


+ Handles all types of routing 
functions easily; flushing. 
rounding, chamfering, 
trimming and dovetailing 


Dual depth scale for 
maximum visibility 
during free-form routing 
or when used with UL 


+ Electronic variable speed 
control lets you select and 
maintain optimal speed for 


provides better balance 
with flush sanding 


+ Powerful vacuum system 
with dust bag keeps 
airborne dust to a minimum 


+ Single lever belt release 


+ Revolutionary design 
redefines biscuit joining 


+ Ultra-small Accu-biscuits' 
provide strong joints where 
traditional biscuits joiners 
cant perform 


+ Accu-Clear precision fence 
provides greater accuracy 


+ 3.5-amp motor 


nk Our Tools Are Tough, 
g Just One On Your List. 


Orbital Sander 


light 


tables 
1 3/4 HP Electronic Plunge Router 


design 


2-Speed Detail Sander 


\F 


Reciprocating Saw 


+ Heavy-duty, ied ball 


+ Heavy-duty 2.4-amp 


ball-bearing motor 


+ Spin control brake prevents 


gouging of work surface 


+ Ergonomic grip design for 


extended comfort 


Pad converts from PSA to 
hook loop system 


+ Built in vacuum port with 


dust bag 


+ Powerful 1-3/4 HP motor 


+ Plunge lock release button 


allows free-floating plunge 
for ease of adjustment 


+ Smooth and precise 


operation for routing, 
grooving, edging 
chamfering, rab _ 
dadoing, and dovetailing 


+ Electronic variable a 
) 


(15,000-25,000 RP 


+ Micro-adjustable 


Accu-Stop” permits precise 
repetitive cuts 


+ Spindle lock 


+ Two speeds for light and 


aggressive sanding 


+ Low vibration for 


user comfort 


+ Buffs, scrapes, cleans, 


removes rust and polishes 


+ A powerful oscillating 


action produces 
extra fine finishes 


+ Useful for furniture, picture 


frames, shutters, stair 
railings, woodcrafts, 
molding, door jambs and 
porch swings 


bearing motor ma 
cutting jobs easier 


es tough 


+ 1” blade stroke 


+ Variable speed control 


(0-2,300 SPM) lets you 
select optimum speed 


+ Adjustable pivotin 


shoe for best results 
in all cutting positions 


+ Front shoe adjusts 


to cutting depth 


+ Includes blade and 


protective case 


+ 10 ft. cord 


Pd 


Who needs 57 channels? We're talking the Ryobi BT3000 precision woodcutting 
system here. Sliding rails and movable tables. Self-aligning rip fence. 15-amp motor. 
Tons of optional accessories. Toss the TV? Nah. Build an entertainment center. 


+ 15 amp, dual belt-driven motor 
BT3000SX for celal quiet operation 
BT 3000SX ACCESSORIES 
* Triple axis a a rip fence 


locks fence into alignment with 4” Casters #4010330 


blade automatically Wide Table Kit #4730300 


z analy miter table with oversized Leg Set #4730305 
ence promotes precision; makes 
infeed | smooth and easy Dust Bag #4070300 


Router/Jig Mount Kit #4950300 


* Sliding rails and moveable tables ® 
provide versatility and support Miter Slot Table *4060310 


for large stock Miter Clamp Kit #4710300 
» Includes carbide-tioped Quick Fold Table #4730310 
blade, assembly video, and Dado Throat Plate #4070330 


metal work stand Zero Clearance #4070383 


Long Miter/Rip Fence #4060330 


Why Just Check A Box 


When You Can Build One? 


12 5/16” Planer 


10” Compound Miter Saw 


16” Variable Speed Scroll Saw 


+ Specially designed cutter 
head virtually eliminates 
snipe 

+ Knives are double-edged, 


reversible and lateral 
adjustable for longer life 


+ RapidSet’ System for 
quick blade changes 


+ Adjustable in-feed/out- 
feed rollers 


+ Up to 12 - 5/16” wide x 6” 
thick capacity 


+ 16,000 cuts per minute 


+ Powerful, 13-amp all 
ball-bearing motor 


+ Crosscuts nominal 
4X4s and 2X6s at 
90°-cuts the wide side 
of 2X4s at any angle 


+ Spindle lock assures 
convenient, easy blade 
changes 


+ Automatic retracting 
clear guard for 
improved visibility 


+ Includes carbide-tipped 
blade and vise clamp 
assembly 


+ Dual base scales for ease 
in setting compound angles 


+ Powerful permanent 
magnet motor 


+ RapidSet’ blade clamp 
makes blade changes fast 
and easy 


+ Cuts material up to 
” thick 


+ Variable speeds from 
500-1700 SPM allows use 
with a variety of materials 
(hardwoods, softwoods, 
metals and plastics) 


+ AccuClear’ sawdust 
blower keeps 
line-of-sight clear 


0SS450 


Oscillating Spindle Sander 


WwbDSs1600 


16"/32" Wide Drum Sander 


14” Cut-Off Machine 


+ Dual Action (rotary 


combined with up and 
down) for fast, burn-free 
contour sanding 


+ Quiet, powerful permanent 


magnet motor 


+ Includes 6 rubber 


indle sizes, 6 throat 
plates, 1/2” and 1” 
sanding sleeves 


+ Dust collection capability 


+ On-board accessory 


storage 


+ Powerful 1 HP 


1,725 RPM motor 


+ Powerfeed table allows 


user to re the speed 
from 2-10 feet per minute 
for maximum control when 
using a variety of materials 
and sanding grits 


+ Paper loading system 


allows user to load paper 
quickly and easily for grit 
changes; optional abrasive 
strips come pre-cut to 
ensure an accurate fit 


+ Open-ended design allows 


for 16” sanding a 
under the drum with 32° 
capacity overall 


+ Powerful 3 HP 15-amp 


motor 


+ Cast iron base for 


durability 


+ Quick release vise holds 


work securely 


+ Lock-on button for 


extended use 


+ Hardened steel gears for 


long motor life 


+ Arbor lock for easy 


abrasive wheel changes 


Now Think Outside The Box. 


Hey, Just Think Outside. 


OUTDOOR PRODUCTS 


PowerPlus™ 

Cordless Hedge Trimmer 
+ 18” blade 

+ 12v DC rechargeable battery 

+ 1000 cutting strokes per minute 


+ Dual action blades reduce vibration 
up to 90% 


* Includes charger station 


PowerPlus™ 
Cordless Grass Shears 
+ 12v DC rechargeable battery 


+ Charging station stores and 
recharges battery 


+ Convenient, easy to use trimmer 


+ Includes charger station 


RESV1300 


Mulchinator 
Vac 


Gas 
Trimmer 
Plus 


* Slcc, 2 cycle engine + 12 amps, 120v 
+ EZpull” requires up to 60% less starting effort + Converts from blower to vacuum with 
+ Speed spool” quick and easy line 
replacement system + Vac automatically mulches debris 
+ Add-on accessories like blower, vac, edger, + No tube changes required 


etc. are available separately 


(©1998 RYOBI America Corp. Anderson, SC 29625 1-800-525-2579 
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